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The cost for this work will be $23,256 (72 samples x $323/sample). Please let me know if 
you need additional information for the project agreement. Jill 

>» <Valerie.A.King@pmusa.com> 2/11/03 1:26:53 PM »> 

Robin - 

It would be preferable to handle this cross validation in a separate project 
agreement. I think it will be less confusing from a business standpoint and 
I believe we can get a project agreement in place fairly quickly. What I 
will need from Covance is a quote for the work to be performed in accordance 
with the protocol that been has provided to them. 

Jill - can you work with Mark to provide me with a quote? Please let me 
know. 

Thanks, 

Valerie 

> -Original Message- 

> From; Kinser, Robin D. 

> Sent: Thursday, February 06, 2003 9:15 PM 
>To: Mark Bentley (E-mail) 

> Cc: Kinser, Robin D.; King, Valerie A. 

> Subject: payment for cross-validation 

> 

> Hi Mark— 

> 

> I know that we had discussed your billing for the cross-validation 

> study part samples at the current per sample rate within the Total 

> Exposure Study framework, and you asked for that to be stipulated by me in 

> writing. I need to hear from our Clinical Evaluation Operations Manager 

> (that's Valerie) that we can do that under the TES contract. If there is 

> more bureaucracy to satisfy, we will start those processes. 

> 

> Best regards, 

> Robin 
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